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•ELECTRICAL POWER SYSTEM 



BUT 

SINCE WE’RE 
DEALING 
WITH NASA, 


NEXT, THE V 
EMERGENCY 
LIGHTING 
COMESON, i 


■ AND 
IS NEVER ONCEYOU 
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/ WHAT ' 
ABOUT 
COMMUNICA- 
k TIONS? . 


THEY’RE 

OFF-LINE, 

TOO. 


AT THIS 
POINT, WE 
JUST HAVE 
TO WAIT. 


EVERYONE, 

CALM 

DOWN. 
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YEAH, 

IT MAKES 
ME FEEL 
A LITTLE 
BETTER. 


ATLEAST 
THERE’S 
LIGHT 
HERE. 


BUTTHE 
SOLAR 
MIRROR 
WAS USING 
ELECTRICITY 
TO TRACK 
THE SUN. . 
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MO»i 
LIKELY, THE 
CREW WILL 
FIGURE IT 
OUT. / 


X 


/ THE POWER 
OUTAGEAT 
MOONBASE 
IS PROBABLY 
DUETO A 
TRANSFORMER 
k ISSUE. 


IF IT’S REPLACED 
WITHIN TWELVE 
HOURS, IT WILL 
PROBABLY 
. BREAK AGAIN! / 


...IS WHAT 
HAPPENS IF 
THEY SWAP 
l IT OUT TOO 
\ SOON. 


/ THEY’LL BE V 
( ABLETO ' 
EASILY SWAP J 
V IT OUT. / 


SpSxW THEY HAVE A 
SPARE DC/DC 
VXB CONVERTER. 


? TRUE, BUT 
/ THE CON- < 
\, CERN THEN..| 



BUT WHEN WE ' 
TRIED TO TELL 
THE CREW, THE 
COMMUNICATIONS i 
. WENT OFFLINE... / 


' IT’S SAFER TO 
WAIT TWELVE 
HOURS FOR 
THE EFFECT OF 
THE MAGNETIC 
FIELDS TO 
V DISSIPATE. 


WE’RE 
STILL NOT 
BACK UP. 
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WE’RE 
READY 
FORTHE 
SWAP, 
EDDIE! 
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